

REGISTERED So. D-GI f~Ti 




£tic (Baxcttc of ^ndio 

V4IIV1 4<*I 

EXTRAORDINARY' 

m*r n—. 3 —(ii) 

PART II—Section 3—Sub-section (ii) 
srrfinRTT 3 snpiftin 

PUBLISHED BY AUTHORITY 



P 


Ro 265] RtTOT, WT 1 7, 1974/'®^ 27, 1896 

No 2Ss] NEW DELHI, MONDAY) JUNE 17,1974/JYAISTHA 27,1896 


pr mn if to TOir amft f br-TO *ni aram warm if rsini rt 1 
Separate paging la given to this Part In order that It may bo Hied 
as a separate compilation 


MINISTRY OF INDUSTRIAL DEVELOPMENT 

NOTIFICATION 
New Delhi, the J7 Ih June 1974 

S.O, 367 (E). —In pursuance of clause (a) of paragraph 2 of the Essential 
Cables and Wires Control Order, 1970 and in supersession of the Notification of the 
Government of India in the late Ministry of Industrial Development and Internal 
Trade (Department of Internal Trade) F. No. 26(l&)C.S.II/70. dated the 20th 
December, 1970, the Central Government hereby appoints Shrl S. K. Lall, Director, 
Ministry of Industrial Development, as Controller for the purposes of the said 
clause. 

[No. F. 11/43/69-. .l.Ind.] 
S.K. SAHGAU, Jt, Se^v. 
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